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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 200010 
12 

ORIGIN AEC-11 

INFO OCT-01 EUR-25 ISO-OO SCI-06 EB-11 RSC-01 /055 R 
66612 

DRAFTED BY :USAEC/IP/EUR:KHELTON 
APPROVED B Y:SCI:JLBLOOM 
USAEC/IP/EUR:MDMCDONOUGH 

114866 

RR 112237Z SEP 74 
FM SECSTATE WASHDC 

TO MR. H. MONDIN CENTRE D'ETUDES NUCLEAIRES GRENOBLE 
B.P. 85 CENTRE DE TRI 38041 GRENOBLE CEDEX FRANCE 
INFO AMEMBASSY PARIS 

UNCLAS STATE 200010 

E.O. 11652: N/A 
TAGS: TECH 

SUBJECT: USAEC LIGHT WATER REACTOR SAFETY INFORMATION MEETING 

THE DIVISION OF REACTOR SAFETY RESEARCH, U.S. ATOMIC ENERGY 
COMMISSION (USAEC), WISHES TO EXTEND AN INVITATION FOR YOU TO 
ATTEND THE LIGHT WATER REACTOR SAFETY INFORMATION MEETING, 

TO BE HELD AT USAEC HEADQUARTERS, GERMANTOWN, MARYLAND, ON 
SEPTEMBER 19-20, 1974. IF YOU ARE INTERESTED IN THIS MEETING, 

IT IS SUGGESTED THAT YOU CONTACT MR. PIERRE TANGUY, SACLAY, 

FOR THE DETAILED AGENDA. KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TECFI 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE200010 

Document Source: CORE 

Document Unique ID: 00 

Drafter: USAEC/IP/EUR:KHELTON 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740953/aaaabtcq.tel 

Line Count: 42 
Locator: TEXT ON-LINE 
Office: ORIGIN AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 MAY 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 MAY 2002 by maustmo; APPROVED <29 JAN 2003 by martinjw> 

Review Markings: 
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US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: USAEC LIGHT WATER REACTOR SAFETY INFORMATION MEETING 
TAGS: n/a 

To: MR. H. MONDIN CENTRE D'ETUDES NUCLEA B.P. 85 CENTRE DE TRI 38041 GRENOBLE PARIS 
Type: TE 
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